BEFORE THE MISSISSIPPI PUBLIC SERVICE COMMISSION 


2019-UA-116 


MISSISSIPPI POWER COMPANY 
EC120009700 


IN RE: 

PETITION OF MISSISSIPPI POWER COMPANY FOR A CERTIFICATE OF 
PUBLIC CONVENIENCE AND NECESSITY FOR ENVIRONMENTAL 
COMPLIANCE ACTIVITIES AUTHORIZING THE CLOSURE OF THE ASH 
POND, CONSTRUCTION OF LOW VOLUME WASTEWATER TREATMENT 
FACILITIES, AND CONVERSION OF BOTTOM ASH COLLECTION FACILITIES 
FOR THE PLANT VICTOR J. DANIEL ELECTRIC GENERATING FACILITY IN 
JACKSON COUNTY, MISSISSIPPI 


ORDER GRANTING REQUEST TO INTERVENE 


On August 5, 2019, Sierra Club filed a request to intervene in the above-styled 

cause. 

The Commission has considered the request and is of the opinion that Sierra 
Club should be allowed to intervene in this proceeding. 

IT IS, THEREFORE, ORDERED that Sierra Club is hereby allowed to intervene 
as a party and to fully participate in this Docket. 

SO ORDERED by the Commission this the 12th day of August 2019. 
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